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BILL NO. $-87-03-75 5, 


SPECIAL ORDINANCE NO. Е / 


AN ORDINANCE approving the awarding 
of Reference #806, by the City 

of Fort Wayne, Indiana, by and 
through its Department of Purchasing 
and Tri State Plumbing Company 

and Underground Pipe and Valve 
Company, respectively, for the 
Water Maintenance and Service De- 
partment. 





NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That Reference #806, between the City of 
Fort Wayne, by and through its Department of Purchasing and Tri 


State Plumbing Company and Underground Pipe and Valve Company, 





respectively, for the Water Maintenance and Service Department, 
respectfully for: 

the purchase of Valve Boxes for 

the Water Maintenance and Service 

Department; 
involving an estimated total cost of Twenty-One Thousand Four 
Hundred Twenty-Six and No/100 Dollars ($21,426.00), (Tri State 
Plumbing Company, $20,136.00+/-; Underground Pipe and Valve Compa 
ny, $1,290.00), all as more particularly set forth in said Reference 
1806, which is on file in the Office of the Department of Purchasing, 
and is by reference incorporated herein, made a part hereof, 


and is hereby in all things ratified, confirmed and approved. 


SECTION 2. That this Ordinance shall be in full force 





and effect from and after its passage and any and all necessary 


approval by the Mayor. 


Councilmember 





APPROVED AS TO FORM 
AND LEGALITY 





Bruce О. Boxberger, Zity Attorney 
















Rea time in full and on motion by 
seconcssm- by ‚ and duly adopts 
Буз lS ang red to tne Committee е а 
plan сз т дыл оос еб әбисе чы си) and 269176 Ho aptos 
аме legal- notice, at the Council Chambers, City- Fort Wan 
Lnoxxama,- on 


day of 
ZH. > 











SANDRA E. 


RENNEDY, CITY CLERI 








seconded by 2. 
passage. PASSED (LOST) 


AYES NAYS ABSTAINED ABSENT LOS Wiis 


the following vote: 





TOTAL VOTE 





BRADBURY 


BURNS 
ELSBART 
GiaQUINTA 
HENRY 
REDD 
SCEMIDT 


STIER 
Se 


КК ЫЕ RR d Е 


| | 


TALARICO 





DATE: 





SANDRA E. KENNEDY, CITY CLERK 


Passed and adopted by the Common Council of the Cityeot Fort 


Wayne, indiana, as (ANNEXATION) (АРЕ TIO JENERAL) 
(SPECTAL) (ZONING MAP) ORDINANCE (RESOLUTION NO. A 
on the / yzl day of —— г age 3 


ATTEST: 





SANDRA E. KENNEDY, CITY CLER 


Presented by me to the ис of the City of Fgrt Wayne, Indiana, 


on the 2 2, day of (p28 ў ЕА 


at the hour of | AD o'clock К. .M.,E.S.T. | 
е ©. m 5 HA EU 


“ Е. TEANNEN x xu CLZRK 








Approved and signed by me pus D 2 aay of 


19 f / ? at the hour of yr o'clock 





WIN MOSES, JR., MAYOR 


REFERENCE NO, 806 


VALVE BOXES 


DESCRIPTION EST. QTY. UNDERGROUND TREATY WATER FDTS TRI STATE WAYNE FIFE ETNA SUPPLY 

(CHARLOTTE) 
LIDS 300 NO QUOTE $6.25 NO QUOTE $4.79 DISQUALIFIED DISQUALIFIED 
TOF SECTION 12" 200 NQ QUOTE +24.50 NO QUOTE $13.65 FORM 95 NON COLLUSION 
TOP SECTION 28” 350 NO QUOTE $29.25 NO QUOTE ~ $19.41 MISSING SEAL MISSING 
BOTTOM SECTION 18" 200 NO QUOTE $13.25 NO QUOTE . +10. 77 
BOTTOM SECTION zo" 550 NO QUOTE #16.75 NO QUOTE £13.63 
EXTENSIONES T2 150 NO QUOTE 12.00 МО QUOTE $9.17 
BASE 60 МО QUOTE #16.75 NO - QUOTE $13.63 

(INGER?) 

EXTENSION W/DROF LID 60 $21.50 NO QUOTE $22.35 NO QUOTE 


D: 2 WEEKS D: за DAYS D: 7-14 DAYS D: 2 WEEKS. 
FOR: FW FOB: FW FOR: FW FOR: S.F. 
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CITY OF FORT WAYNE 


DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 


BID REFERENCE 806 


stk 


DATE February 4, 1987 
DUE DATE Tuesday, February 24, 1987 at 10:30 A.M. 


Department receiving bid items _Water Maintenance & Service 


415 E. Wallace Street 





Fort Wayne, IN 46803 


Bid Bond Required NO XES X AMOUNT БУА 


Performance Bond Required NO X YES AMOUNT 


Affirmative Action ON FILE X ATTACHED 
with the City of Fort Wayne to this document 


де" 


Prompt payment discounts will Бе allowed as follows: £- 
if paid within 220 days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
tate Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices shculd not inciude these 

taxes. 3 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid for a 


period of sixty (60) days. 


тд р\ р 
PORT 
WAYNE 
WHERE ATDA Address | AC Taylor Street 
MOS кшш ны Lylen asi 
City teat дузе, Го YEROZ 





SPECIFICATIONS FOR VALVE BOXES 


All valve boxes shall be cast-iron, buffalo, screw type boxes with the 
word "WATER" cast in the lid. 


The valve boxes shall be five and one-quarter (5%) inch shaft size and 
three piece type, with a round base. 


The City of Fort Wayne is requesting "Charlotte" brand valve boxes, 
extensions, top and bottom sections, lids, and base, so as to be inter- 
changeable with the City's existing valve boxes. If a brand other than 
"Charlotte" is being bid, a sample must be submitted for inspection. 


The price for "Tyler" brand extensions (VB12 with VB9 drop lid) is also 
requested for similar reasons. 


By mutual agreement between the City of Fort Wayne and the supplier, the 
contract period may be extended for an additional period not to exceed 
one (1) year. However, the agreement to extend must be completed in 
writing not less than fifteen (15) days prior to expiration date. The 
contract may be extended only at the same price and under the same 
conditions governing the original contract. 


Term of price agreement: March 1, 1987 thru February 29, 1988 


Subject to Councilmanic Approval: 


COST OF PARTS FOR VALVE BOXES я 
EST.QUANT. DESCRIPTION TE SIZE UNIT PRICE 
CHARLOTTE BRAND ONLY 

300 +/- 1108 ъь пази 

200 +/- ТОР SECTION 12" LONG, 5 - (3*5 

350 +/- ТОР SECTION | jj" Иш еб WITH 

200 +/- | BOTTOM SECTION 18 дне. 670077? 
350 +/- BOTTOM SECTION Bo рона... з арыста 
150 +/- EXTENSION 199 не аА 

60 +/- BASE sape 


TYLER BRAND ONLY 


198 +7~ VB12 EXTENSION WITH VB9 DROP LID $ 
DELIVERY TIME: 2 (дс Ao тов: d N.c 


PS-1 


CITY OF FORT WAYNE 





DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE # 806 
DATE February 4, 1987 
DUE DATE Tuesday, February 265 1987 at 10:30 A.M. 
Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 





Fort Wayne, IN 46803 





Bid Bond Required NO YES Х AMOUNT 5% 
Performance Bond Required NO X YES AMOUNT 
Affirmative Action ON FILE. X ATTACHED 

with the City of Fort Wayne to this document 


Prompt payment discounts will be allowed as follows: % 
Lf paid within days. 

NET 30 DAYS 
The Clty of Fort Wayne is exempt from Federal excise and In idi Lana 
State Sale Tax. The City's Indiana Sales Tax Zxemption Certi 
icate number is 356-001-255 0013, prices shculd not include these 
taxes. ў 


The execution hereof by the bidder is acc eptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her Bid. for a 
period of sixty (60) days. 


The Treaty Compan 
Name o£ Company 


PI 1 b Г : Agent 
US (signature) 
X Mid. RC E ы Боо. э. 
ORS City Greenville OH 45331 


лт 


SPECIFICATIONS FOR VALVE BOXES 


All valve boxes shall be cast-iron, buffalo, screw type boxes with the 
word "WATER" cast in the lid. 


The valve boxes shall be five and one-quarter (5X) inch shaft size and 
three piece type, with a round base. 


The City of Fort Wayne is requesting "Charlotte" brand valve boxes, 
extensions, top and bottom sections, lids, and base, so as to be inter- 
changeable with the City's existing valve boxes. If a brand other than 
"Charlotte" isbeing bid, a sample must be submitted for inspection. 


The price for "Tyler" brand extensions (VBl2 with VB9 drop lid) is also 
requested for similar reasons. 


By mutual agreement between the City of Fort Wayne and the supplier, the 
contract period may be extended for an additional period not to exceed 
one (1) year. However, the agreement to extend must be completed in 
writing not less than fifteen (15) days prior to expiration date. The 
contract may be extended only at the same price and under the same 
conditions governing the original contract. 

Term of price agreement: March 1, 1987 thru February 29, 1988 


Subject to Councilmanic Approval: 


COST OF PARTS FOR VALVE BOXES 
EST.QUANT. DESCRIPTION SIZE UNIT PRICE 
CHARLOTTE BRAND ONLY 


300 +/- LIDS ў 5.25 
200 +/- TOP SECTION 12" LONG $ 24.50 
350 +/- TOP SECTION ; 28" LONG 8.29.25 
200 +/- BOTTOM SECTION 18" LONG $- 13225 
350 +/- BOTTOM SECTION 30" LONG б. 15.25 
150 +/- EXTENSION 12" LONG S 12.00 
60 +/- BASE $ 16,75 
TYLER BRAND ONLY 
150 +/- VB12 EXTENSION WITH VB9 DROP LID $ N/A 
DELIVERY TIME: 30 Days F.0.B.: Fort Wayne 
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CITY OF FORT WAYNE 





DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 


BID REFERENCE 806 


E 


DATE February 4, 1987 
DUE DATE Tuesday, February 24, 1987 at 10:30 A.M. 


Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 





Fort Wayne, IN 46803 


Bid Bond Required NO YES. Х AMOUNT „уа 
Performance Bond Required NO. X YES AMOUNT 
Affirmative Action ON FILE ATTACHED 

with the City of Fort Wayne to this document 


oe ^ 


Prompt payment discounts will be allowed as follows: 
if paid within 20 days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices shculd not inciude these 
taxes. ў 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to Бе 
bound by same and be bound to the amount of his/her bid for a 
period of sixty (60) days. 


Undergronnd Pipe В Valve à 


Name cf Company 






E 
vise 


WOES 


(signature) 






ddress 617 Ley Street 


City Ft. Wayne, IN 


SPECIFICATIONS FOR VALVE BOXES 


All valve boxes shall be cast-iron, buffalo, screw type boxes with the 


word 


"WATER" 


cast in the lid. 


The valve boxes shall be five and one-quarter (5%) inch shaft size and 
three piece type, with a round base. 


The City of Fort Wayne is requesting "Charlotte" brand valve boxes, 


extensions, 


top and bottom sections, lids, and base, 


changeable with the City's existing valve boxes. 
"Charlotte" isbeing bid, a sample must be submitted for inspection. 


so as to be inter- 
If a brand other than 


The price for "Tyler" brand extensions (VB12 with VB9 drop lid) is also 
requested for similar reasons. 


By mutual agreement between the City of Fort Wayne and the supplier, the 
contract period may be extended for an additional period not to exceed 


one (1) year. 


However, the agreement to extend must be completed in 


writing not less than fifteen (15) days prior to expiration date. The 
contract may be extended only at the same price and under the same 
conditíons governing the original contract. 


Term of price agreement: 


Subject to Councilmanic Approval: 


COST OF PARTS FOR VALVE BOXES . 


EST.QUANT. DESCRIPTION SIZE 
CHARLOTTE BRAND ONLY 
300 +/- LIDS 
200 +/- TOP SECTION 12" LONG 
350 +/- TOP*SECTION ~~ 28" LONG 
200 +/- BOTTOM SECTION 18" LONG 
350 +/- BOTTOM SECTION 30" LONG 
150 +/- EXTENSION 12" LONG 
60 +/- BASE 
TYLER BRAND ONLY 
150 +/- VB12 EXTENSION WITH VB9 DROP LID 
DELIVERY TIME: 2 Weeks F.0.B.: Ft. Wayne, IN 


March 1, 1987 thru February 29, 1988 


UNIT PRICE 


$ Ла & 
stp б. Й 
A e 
Saez 
524 2.70 
У ЪАЛА 


5 





$ 21.50 


2. 
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CITY OF FORT WAYNE 





DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE 2 806 
DATE February 4, 1987 
DUE DATE Tuesday, February 24, 1987 at 10:30 A.M. 
Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 








Fort Wayne, IN 46803 


Bid Bond Required NO YES X | AMOUNT | 52 
Performance Bond Required NO X YES AMOUNT 
Affirmative Action ON PILE 8 ATTACHED 

with the City of Fort Wayne to this document 


wo ` 


Prompt payment discounts will be allowed as follows: Net 
if paid within 30 days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices should not include these 
taxes. i 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to Бе 
bound by same and be bound to the amount of his/her bid for a 
period of sixty (60) days. 
` Water Products Company 
Name cf Company 


b TH, Agent 
UMS (signature) 


112 W.«sWater Sta «Рада Box. 29 


ry ў; Address 
"os OS | Wabash, Indiana 46992 


City 


PDI » 





SPECIFICATIONS FOR VALVE BOXES 


All valve boxes shall be cast-iron, buffalo, screw type boxes with the 
word "WATER" cast in the lid. 


The valve boxes shall be five and one-quarter (5X) inch shaft size and 
three piece type, with a round base. 


The City of Fort Wayne is requesting "Charlotte" brand valve boxes, 
extensions, top and bottom sections, lids, and base, so as to be inter- 
changeable with the City's existing valve boxes. If a brand other than 
"Charlotte" isbeing bid, a sample must be submitted for inspection. 


The price for "Tyler" brand extensions (УВ12 with VB9 drop lid) is also 
requested for similar reasons. 


By mutual agreement between the City of Fort Wayne and the supplier, the 
contract period may be extended for an additional period not to exceed 
one (1) year. However, the agreement to extend must be completed in 
writing not less than fifteen (15) days prior to expiration date. The 
contract may be extended only at the same price and under the same 
conditions governing the original contract. 

Term of price agreement: March 1, 1987 thru February 29, 1988 


Subject to Councílmanic Approval: 


COST OF PARTS FOR VALVE BOXES 
EST.QUANT. DESCRIPTION SIZE UNIT PRICE 


CHARLOTTE BRAND ONLY 


300 +/- LIDS $ N/Q 
200 +/- ТОР SECTION 12" LONG E US 
350 4/-  . TOP SECTION 28" LONG $ — N/9 - 
200 +/- “| BOTTOM SECTION ls". LONG ~ $ 2 x48 
350 +/- | BOTTOM SECTION 30""LONG 7 $ Уна 
150 +/- EXTENSION 12" LONG е. но 
60 +/- ВАЅЕ Зам. 


TYLER BRAND ONLY 


150 +/- VB12 EXTENSION WITH VB9 DROP LID $ 22.35 ea. 
DELIVERY TIME: 7-14 Days F.0.B.: Fort Wayne, Indiana 


PS-1 


d Я DIGEST SHEET 
TITLE OF ORDINANCE: SPECIAL 
DEPARTMENT REQUESTING ORDINANCE: PURCHASING 


SYNOPSIS OF ORDINANCE: 





| f7-O3- сан 


An ordinance approving the award of Reference 05. to. Tri State 
Plumbing and Underground Pipe and Valve Company for the purchase 
of Valve Boxes for the Water Maintenance and Service Department. 


EFFECT OF PASSAGE: 


The purchase of these units enables Water Maintenance and 

Service to control water in distribution system to shut off 

water for main breaks/leaks, to minimize the number of people 
affected by same. ALso, to control non-payment of large services. 


EFFECT OF NON-PASSAGE: 


Department would have to dig up each valve to accomplish the 
above, resulting in increased repair time, etc. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 


Tri State Plumbing $20,136.00 +/- 
Underground Pipe 5 45290:,00 гЗ 


ASSIGNED TO COMMITTE (President): 


BITE NO. S-87-03-32 
ое ee 


CITY UTILITIES 


REPORT OF THE COMMITTEE ON : 
Sa a ne EE аа 


CLTY UTILITIES 


WE, YOUR COMMITTEE ON | | TO WHOM WAS 
была EO шс зше шч туш е C S ч 


REFERRED AN (ORDINANCE) (REBGEUPEIÓN) “| approving the awarding of 
Reference #806, by the City of Fort Wayne, Indiana, by and through i 
its Department of Purchasing and Tri State Plumbing Company and 
Underground Pipe and Valve Company, respectively, -for the Water 
Maintenance and Service Department | | 

M RSEN EE сас лш Шы ы XM TARNEN ы Нац. CORNER. 

ттн ы ын M uu noe e А UNT E аа чна еа 








HAVE HAD SAID (ORDINANCE) (RESOEUTFON) UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 





(RESGRUTEQNY 
YES NO 










CHAIRMAN SE kg eae таў аа рана ТЛ ИП ИТО 


С. ЖЕ PAUL M. BURNS 
7 — VICE CHAIRMAN ———————————— 


oe C. HENRY 
BEN A. EISBART 


2 4 
/ PRO А 20 7 2, ТЕ SAMUEL J. TALARICO 
Л 


CONCURRED IN ' SANDRA E. KENNEDY 
GITY CLERK 





